To:  'Nordstrom,  D Kirk'[dkn@usgs.gov] 

From:  Russell,  Carol 

Sent:  Wed  8/12/2015  9:05:53  PM 

Subject:  RE:  Question 


Kirk, 

I really  can’t  say  as  I wasn’t  there.  Sorry. 


c 

From:  Nordstrom,  D Kirk  [mailto:dkn@usgs.gov] 

Sent:  Wednesday,  August  12,  2015  2:55  PM 
To:  Russell,  Carol 
Subject:  Question 

Hi  Carol, 

Can  you  or  someone  at  the  EPA  tell  me  exactly  what  happened  on  the  Gold  King?  I assume  the 
person  working  on  the  site  when  the  dirt  plug  failed  was  a contractor  - if  so,  who  would  be  the 
EPA  manager  for  that  work? 

Kirk 


D.  Kirk  Nordstrom 
US  Geological  Survey 
3215  Marine  St.,  Boulder,  CO  80303 
tel:  303-541-3037  fx:  303-541-3084 

dkn@usgs.gov 
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